From: 

Sent: 

To: 

Subject: 


Walter Sadlowski <wsadlows@facil.umass.edu> 
Tuesday, December 21, 2010 3:42 PM 
Hanchett, James (DPH) 

Re: Drug Lab A/C's 


Thanks for the info i'll see you tomorrow morning.Quoting "Hanchett, James (DPH)" < James.Hanchett@state.ma.us >: 

> Hi Walt, 

> I just wanted to let you know electricians rewired our panel that has 

> the 2 outside air conditioners. He said he labeled the phases so 

> should not be a problem, but suggest you check them tomorrow to make 

> sure. 

> I have them shut off in the lab. 

> 

> 

> 

> Jim Hanchett 

> 

> Amherst Drug Lab 

> 

> Room N251 Morrill I 

> 

> 637 North Pleasant Street 

> 

> Amherst, Ma 01003 

> 

> Phone 413-545-2607 

> 

> Fax 413-545-2608 

> 

> 
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